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Malicious Call Trace 


MCT messages 


MCT0604 
MCT0606 
MCT0652 
MCT0653 
MCT0654 
MCT0655 
MCT0656 
MCT0657 


MCT0658 


Test case number does not match its test data. 
It is not applicable to Network/DTR card. 

MISP expediated buffer not available. 

MCT results received of an unknown test. 
Cannot do loopback on a non-BRI line card. 
Data corruption. 

The BRI line card is not assigned to the MISP. 
No line cards defined at the given TN. 


Not an MISP card. 


X11 System Messages 


